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Distribution 


Director of Operations 
Production Manager / Coord. 
Purchasing Coord. 
Production Engineering Coord. 
Production Engineering Coord. 
Customer Order Processing 


tReason for Change: 


Reqd 
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Initial/ 
Distribution 
Reqd 
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Initial I 
Date (YYIMMIDD) 
Date (YY/MM/DD) 
Y 
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DQA / QA Coord. 
Y 
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N 
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Customer Support 
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DO/JLM 
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Marketing 
Y 
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RMICA 
Sales Support Manager 
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NM 


Documents 
Affected: 
Release 
DSI 9680 Rev. A 
DSI 9684 Rev. A 
03189 Rev. D 


D5017 Rev. A 
D5018 Rev. A 


PAPERWORK 
UPDATE 0 
PARTS MUST COMPLY D 
PREVIOUS PARTS SATISFACTORY m 


# 
Quality Assurance Actions 


1 
Notify Previous Customers 


2 
Notify Eurocopter France 
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Engineering 
Actions 
4 
Required Documents/Drawings Under Review 
5 
Update Master Document List (MOL) 
6 
Update Product Compatability Matrix 
7 
Notify TC / FAA of Change 
8 
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# 
Document Control Actions 
10 
Move Electronic Files/Design Journal 
11 
Update Product Specification Files 
12 
Update Approved/Preliminary Dwg PDF Files 
13 
Update Document Record (DR) 
14 
Update Product Development Summary 
15 
Update QSI 021(TC/FAA STC) and/or STC Approval List 
16 
Create/Update Parts / STC Database 
17 
Update / Verify ARC Database 
18 
Create / Update Change Record Form /ltem Card Database 
19 
Create / Update PPP's 
20 
Red Decals required? 
21 
Update Document Control Database (Qpulse) 
22 
Update Grey Project / Electronic Binder PDF Files 
23 
Update D-PartlM-DrawinglOSI/OEO Master Binders 
24 
Manufacturing Licensing Agreement Update 
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Description 
/ Action: 
- DS19680-011 & DSI9684-011, new kits at CHG 001. 
For customers with interference with crosstube supports on 214 aircraft. 
- 0519680 is for D212-664 kits. 0519684 is for 0205-594 kits 


- D5017-1 & 05018-1 are new supports for 214 crosstubes (both D212-664 kits and D205-594 kits) 
- 03189 Rev. D is an updated chafing shield drawing that corrects the material callout (25GA mat'l) 


- Crosstube dwgs are not being updated as of yet. We are awaiting the investigation of another issue (clamp orientation). 
- 214 crosstubes will be placed under review in the meantime. 


- REF NCR 13-3234 
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